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MEMORANDUM FOR*. Chief, Applications Division, OJCS 
SUBJECT : Phase I STRES CABLE FORMAT Proposal 

REFERENCE : OJCS-1305 dated 27 September 1974 

We have reviewed the referenced memorandum and concur 
with the proposals made therein. Any minor modifications 
or changes required can be resolved between members of our 
respective staffs. We continue to enjoy a good working 
level relationship with those members of the OJCS staff 
working on our Project and look forward to conversion to 
the new program. 


Chief, Staff Operations Division, OC 


25X1 


Distribution: 

Original and 1 - 
1 - 

1 - 
1 - 
1 - 


Addressee 

OC-IC Record Copy 

EXA, OC IB OCT 1974 
OC-O Chrono 
OC-O/SOD Chrono 
OC-O/SOD File CATRAN; 


Requirements for Reports 


ORIG: OC-O/SOD 


(17 October 1974) 


25X1 


25X1 


CORD : 

I OC-P 


RELD: 

OC-O/SOD 


25X1 


Approved For 


Release 2003/06/24 : CIA-RDP79 


01578A000200090022-6 


CONFIDEN i iAi. 




